10.00 


.692 
.950 


3.467 


3.558 


3.412 


1.555 


1.555 


1.060 


3.412 


3.467 


1.555 


3.412 
1.060 


3.467 


3.558 


5.00 


10.00 


5.00 


10.00 


15.63 


.692 


1.060 


3.498 
1.555 


3.412 




C-BORE 1.25 


DEPTH .38 
.99 


4.00 


2.00 


FAR SIDE 


ENGRAVE TOOL No., 


SERIAL No., AND 


"MADE IN USA", TO FIT. 


.003 A 


A 


63 


63 














TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



DESCRIPTION 
QTY 
PART # 


PLATE 
1 


OR SPECIFICATIONS 


1 x 10 x 15-5/8 


MATERIAL 


MIC 6 


B/O INFORMATION 


QTY 


ASSY 


FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 
PERRITT 


USED ON MODEL 


BELL 


QTY 


ASSY 


# 


ASSY 


REFERENCE 


DIMENSIONS 


ONLY 


UNDER REVIEW 


URF 19-1143 19.10.31 (VM) 


